AMENDMENT NO. 2 MARCH 2019 
TO 
IS 14625 : 2015 PLASTICS FEEDING BOTTLES 


(First Revision) 


(Page 1, clause 2) — Insert the following new reference at an appropriate 
place: 


IS No. Title 


3025 (Part 2) : 2004 Determination of 33 elements by inductively 
coupled plasma atomic emission spectroscopy 


(Page 3, clause 5.2.1.1, line 4) — Substitute ‘feeding bottle excluding 
hood’ for ‘drinking equipment that are accessible to the child’. 


(Page 3, clause 5.2.1.4, line 2) — Substitute ‘feeding bottle excluding 
hood’ for ‘drinking equipment that is accessible to the child’. 


(Page 3, clause 5.2.1.5, para 1, line 3) — Substitute ‘feeding bottle 
excluding hood’ for ‘drinking equipment’. 


(Page 4, clause 5.2.1.5, para 2, line 2) — Insert words ‘excluding hood’ 
after ‘other components’. 


(Page 5, clause 5.2.1.8, line 1) — Substitute ‘feeding bottle and its 
components excluding hood’ for ‘feeding bottle’s components’. 


(Page 5, Table 1) — Substitute the following table for the existing: 


Table 1 Permissible Levels of Heavy Metals in Plastic Feeding Bottle 
(Clause 5.2.1.7) 


SI Heavy Metals Maximum Ref to, IS No. 
No. Limit, ppm 
Max 

qd) (2) (3) (4) 

i) Antimony 15 IS 15303/IS 3025 (Part 2) 

ii) Arsenic 10 IS 3025 (Part 37)/IS 3025 (Part 2) 
iii) Chromium 10 IS 3025 (Part 52)/IS 3025 (Part 2) 
iv) Mercury 10 IS 3025 (Part 48)/IS 3025 (Part 2) 
v) Cadmium 20 IS 3025 (Part 41)/IS 3025 (Part 2) 
vi) Lead 25 IS 3025 (Part 47)/IS 3025 (Part 2) 
vii) Barium 100 IS 1699/IS 3025 (Part 2) 
viii) Selenium 100 IS 15303/IS 3025 (Part 56)/IS 3025 (Part 2) 

(PCD 21) 
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